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SUB J : IAEA REQUEST FOR U.S. CANDIDATE FOR PROJECT MANAGER OF 
UNDP PROJECT IN EGYPT 

1. AGENCY HAS INFORMATLLY URGED U.S. TO NOMINATE HIGHLY 
QUALIFIED CANDIDATE FOR PROJECT MANAGER FOR UNDP FUNDED 
RADIATION PROCESSING PROJECT BEING IMPLEMENTED BY IAEA 
IN EGYPT. POST IS FOR DURATION OF 1 OR 2 YEARS AND IS 
DESCRIBED IN JOB DESCRIPTION IAEA/EGY/8/04, WHICH ERDA 

MAY ALREADY HAVE. ADITIONAL COPIES POUCHED AMMONS/ERDA. 

2. AGENCY NOTES THAT THIS PROJECT IS ONE OF BEST THEY 

HAVE BEEN ASSOCIATED WITH AND IS 6 MONTHS AHEAD OF SCHEDULE. 
EGYPTIAN GOVERNMENT IS PROVIDING EXCELLENT SUPPORT FOR 
PROJECT AND APPARENTLY ACCORDS RELATIVELY HIGH PRIORITY 
TO IT. PROJECT INVOLVES INSTAI J.LATION OF 400,000 CURIE 
COBALT-60 SOURCE ORDERED FROM AECL, CANADA AND 1.5 MEV, 

25 MA ELECTRON BEAM ACCELERATOR , WHICH WILL BE USED 
IN CONNECTION WITH RADIOSTERILIZATION OF MEDICAL 
SUPPLIES AND RADIATION PROCESSING OF PLASTICS AND 
TEXTILES. 

3. EXPERT REQUIRED IS READIATION ENGINEER OR CHEMIST 
WITH EXPERIENCE IN MANAGEMENT OF IRRADIATION FACILITY. 

SPECIFIC DUTIES ARE: 

(A) TO BE RESPONSIBLE FOR DETAILED PLANNING AND MODE 
OF IMPLEMENTATION OF PROJECT; 
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(B) TO BE RESPONSIBLE TO IAEA FOR SUPERVISION OF CONSTRUCTION 
AND OPERATION OF ELECTRON BEAM ACCELERATOR AND ITS ANCILLARY 



Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 05 JUL 2006 




Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 05 JUL 2006 



EQUIPMENT; 

(C) TO ADVISE ON RADIOSTERILIZATION OF MEDICAL SUPPLIES 
USING COBALT-60 IRRADIATION FACILITY; 

(D) TO BE RESPONSIBLE TO IAEA FOR ALL MATERIALS, EQUIPMENT 
AND TRANSPORT, AND FOR LOCAL DISBURSEMENT OF ANY FUNDS 
FURNISHED TO PROJECT THROUGH IAEA; 

(E) TO ASSIST PROJECT DIRECTOR IN SELECTION OF CANDIDATES 
FOR FELLOWSHIPS; 

(F) TO PARTICIPATE IN PREPARATION OF VARIOUS TECHNICAL 
REPORTS INCLUDING IAEA'S FINAL REPORT TO UNDP. 

4. MISSION RECOMMENDS THAT U.S. ATTEMPT TO LOCATE SUITABLE 
CANDIDATE FOR THIS POST. FYI. UNDERSTAND EGYPTIANS HAVE 
EXPRESSED PREFERENCE FOR U.S. CANDIDATE AND HAVE ALSO MADE 
KNOWN TO AGENCY THAT THEY DO NOT RPT NOT WANT 
EASTERN EUROPEAN FOR THIS POST. END FYI. 

LABOWITZ 
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